From: 


Lazo-Chadderton, Matty [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=CE637874E61144B7B98160E2F1D50D74-MLAZO-CHADD] 

Sent: 1/8/2018 10:54:21 AM 

To: Moore, Geraldine [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=c313ce95ace046d9a0f4ca31a8087fc0-gmoore7] 

Subject: Spanish Line: phone calls 

Hi Gerry, 

From 94 calls, 92 were calls in English from the man who calls the English Line. He made the calls on day from 6:22 pm 
until 12:13 am of the following day. I wrote Michael about it. And, he told me to send you an email about phone calls. 
One in English, a constituent opposing the Atlantic Pipeline; she did not leave a phone number. 

One in Spanish. 

Matty 

Matty Lazo-Chadderton 
Deputy Director of Public Engagement 
Office of Governor Roy Cooper 
20301 Mail Service Center 
Raleigh, North Carolina 27699-0301 

919-814-2055 

matty.lazochadderton@nc.gov 



